STATUTES AT LARGE

manager shall examine the machines and see that no vote has been
cast and that the counters register zero (000).
If any counter is found not to register zero (000), the managers
shall adjust the counters at zero (000) if it can be done by them, if
not, they shall make a written statement of the designating letter and
number of such counter, together with the number registered thereon,
and shall sign and post the same upon the wall of the polling room,
where it shall remain during the day of election, and in making the
statement of canvass, they shall subtract such number from the num-
ber of registered ballots thereon. Ballots voted for any person whose
name does not appear on the machine as a nominated candidate for
office are herein referred to as write-in-ballots. All write-in-ballots
voted shall be deposited written or affixed in a single receptacle or
device, and the elector may vote in or by such receptacle or device
for one or more persons whose names do not appear upon the ma-
chine with or without the names of one or more persons whose names
do so appear. A write-in ballot must be cast in its appropriate place
on the machine, or it shall be void and not counted.
In any party primary in which voting machines shall be used in
one or more voting precincts, the name of any unopposed candidate
for nomination for any office shall be omitted from the ballot used in
any such voting machine, and such unopposed candidate shall be de-
clared to have received the total number of votes cast in such voting
precinct.
SECTION 13-N: Persons within guard rail-time permit to
vote.-After the opening of the polls, the managers of election shall
not permit any voter or other person to pass within the guard rail
until they ascertain that he or she is entitled to vote, in the man-
ner required by section 8, sub-section (2), or section 9, sub-section
(4), of this act, as the case may be, and only one voter at a time
for each voting machine at the voting place shall be permitted to
pass within or be within the guard rail to vote. No voter shall
remain within the voting machine booth longer than three minutes,
and if he or she shall refuse to leave it after the lapse of three min-
utes, he shall be removed by the managers; provided, that the man-
agers, in their discretion, may permit a voter to remain longer than
three minutes.
SECTION i3-0: Instruction of voters.-For the instruction of
voters on any election day, there shall be provided for each polling
place a mechanically operated model of a portion of the face of the
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